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Subject* Excluded from Tablet Figures, and Analysis 


Subject 

Number 

Subnet 

Classification* 

From 

Tjmepoiat 

Reason 

003 

F-S 

Enrollment 

Snwked 3% of Alternate Light Cigarettes in the 3 Months Prior to Enrollment 

010 

F-S 

Week: 3 

Subject Withdrew Content 

014 

F-S 

Enroll merit 

Stnoked 10% of Alternate Light Cigarette* in the 3 Months Prior to £j&ro41r&«rt 

017 

F-S 

Week 1 

Subject Quit Smoking for Period Btfween Enrollment and Week 1 

018 

F-S 

Enrollment 

Smoked 1% of Alternate light Cigarettes in the 3 Months Prior to Enrollment 

021 

F-S 

Enrol] went 

Smoked 1084 of Alternate light Cigarettes in the 3 Month* Prior to Euioihnent 

031 

F-S 

Wcelc 3 

Did not Smote et Leasr t Cigarette per Day for the 3 Days Prior to Weak 3 Visit 

033 

F-S 

Week 6 

Did not Smoke at Least 1 Cigarette per Day fix the 3 Days Prior to Week 6 VLat 

034 

F-S 

Week 2 

Smoked mote Than 33% of Alternate Ultra Light Cigarettes in the 3 Days Prior to Week. 2 Visit 

035 

F-S 

Enrollment 

Smoked 584 of Alternate Light Cigarettes in the 3 Mem the Prior to Enrollment 

037 

MS 

Enrollment 

Smoksd 18iof Alternate Light Cigarettes in the3 Months Prior to Enrollment 

038 

M-S 

Enrollment 

Least Number of Cigarettes smoked was 0 in the 3 Months Prior to Enrollment and Smoked 3% of Alternate Light Cigarettes in the 3 Months Prior to Enrollment 

040 

M-S 

Enrollment 

Least Number of Cigarettes smoked was 0 in the 3 Months ITior to Enroitment 

043 

M-S 

Enrollment 

Smoked 584 of Alternate Light Cigarettes in the 3 Months Prior to Enrollment 

044 

M-S 

Enrollment 

Stocked I % of Alternate Light Cigarettes in the 3 Months Prior to Enrolbnent 

046 

M-S 

Enroll merit 

Smoked 7% of Alternate 1 .igtat Cigarettes in the 3 Months Prior tn Enrollment 

047 

M-S 

Week6 

Chewed Tobacco Prior to Weak 6 

048 

M-S 

Enrollment 

Smoked 584 of Alternate Light Cigarettes in the 3 Months Prior to Enroltmeot 

049 

M-S 

Enrollment 

Least Number of Cigarettes smoked was 0 in the 3 Months Prior to Enrollment 

051 

M-S 

Enrollment 

Positive Drug Screen at Enrollment 

052 

M-S 

Week 1 

Smoked 55% of Alternate Ultra. light Cigarettes in the 3 D@ya Prior to Week 1 Vait 

053 

M-S 

Enrollment 

Positive Drug Screen at Enrollment 

054 

M-S 

Enrollment 

Smoked 284 of Alternate Light Cigarettes in the 3 Months Prior to Enrollment 

055 

M-S 

Week 3 

Smoked 3354 of Alternate Ultra Light Cigarettes in the 3 Days Prior to Week 3 Visit 

061 

M-S 

WeekS 

Subject Indicated Changed Brands. No Further information available 

065 

M-S 

Weeks 

Did not Smoke at Least 1 Cigarette per Day fin the 3 Days Prior to Week 6 Visit 

066 

M-S 

Enrollment 

Positive Drug Screen at Enrollment 

067 

M-S 

Enroll meat 

Least Number of Cigarettes smoked was 0 in the 3 Months Prior to Enrolment 

068 

M-S 

Week 1 

Smoked 1.5% of Alternate Full Flavor Cigarettes in the 3 Days Prior to Week 1 Visit 

089 

F-NS 

Enrollment 

History of Smoking Menufsctured Cigarettes in the last 12 Mouths Prior to Enrollment. 

113 

M-NS 

Enrollment 

Cotinke level at Week 1 > 50 ng/mL (per Client dropped from Enrollment on) 

118 

M-NS 

Enrollment 

Cetinine level at Week 1 > 50 ng/mL (per Client dropped fiom EnroHmeat on) 

502 

F-S 

Enrollment 

Smoked 12% of Alternate Light Cigarettes in the 3 Mouths Prior to Enrollment 


* Subject Classification: M-NS^Mde, Non-Smoker, M-S*=Male, Smoker; F-NS= Female, Non-Smoker;. F-S^Female, Smoker. 
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